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Part Number 
| 
D412-761-053 


Description 
Door Mounted 
Instrument Panel 


Box Part Number 
DimensionI 
2 6x 1 3x 8 


Other Packaging 
| Uline S4662 | 
j 
1 


Logo Decals 
] [ 
] 


Packaging Instructions and Decal Placement 


D412-761-053 
Put bubble wrap on the bottom of the box. Place label D2729-4 on D5023-041, wrap in bubble wrap and 
place kit into box. Add more bubble wrap on top to prevent movement. Close box. Apply lable D2729-3 
as per instructions in QSI014. 
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P/N 
D412-761-053 
CHG 
CHGOOl 


DESC 
Door Mtd. Instrument Panel 
STC 
SH09-4 


LOT 
BXXXXXX 
STC 
SR03832NY 


MODEL Bell 204/205/212/214/412 
STC 


TC APfROVAl u 09-69 
m a d l in C a n a d a 


DAS 
16 
9-89 
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